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PAD 69 / 6 2 

29 Hay 1 962 


MEMGRAHEOJC FOR: Executive Director, NPIC 


FROM: 


SUBJECT: 


Chief, 


ad(kpic) 


Information Regarding the Es t&bH shaent of the Special 
Operations Center in Headquarters Building 


25X1 A 


25X1 A 


25X1 A 


25X1 A 


25X1 A 


1* As requested following verbal presentation of inf onset ion re- 
ga rdin g a proposal for the establishment of an Operations Center at Langley, 
a smaaary cf t he information is prepared here for your consideration. 

| °f PAD/ldalson Staff came to the Steuart Building at two 
o'clock yesterday, 28 May, to discuss information he had concerning the 
development of an Operations Center at Langley and to work out a recommended 
order o f equipment for such a Center. During the Ini tial part of the Al a- 
cuasion, received a telephone call from 25X1 A 

questing zntix ne have his paper which he is preparing 
completed an d submitted by Friday morning, in view of the fact that 

| is leaving on a trip with Mr. McCcne and wishes to have all 
cr the information for presentation tc the DCI while on the trip. 


2* | _ | stated that h e had been aut horized by 

to talk with Dr . Gut he and also that had been designated as 

assistant. In discussing with Dr. Guthe the movement of 
utw personnel to the proposed Operations Center, Dr. Guthe stated that he 
planned on moving the following personnel; 


the entire Military Division I 
including the former Missile Task Force), 


Jorganization, 


25X1 A 
25X1 A 


three branches of the Manufacturing and Services Division— 
namely, the Ccaaa unl cat ions Branch I I the Con- 
struction Branch |the Transportation Branch 


25X1 A 
25X1 A 


25X1 A 
25X1 A 

25X1 A 


The number, of new clearances required is not known but it may run as hig h 
as 30 - 40 new clearances. 

3 . It should also be borne in mind that Dr. Guthe stated that the 
present CS® mapping shop {for the AMS program) will remain where it is and 
will not be moved to the proposed Operations Center. The equipment that 
the QRR mapping shop currently has will not then be available in the pro- 
posed Operations Center. For your information, the ORR mapping ahop cur- 
rently has the following gear; 

one on order 
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2 - _ 

7 - B&L stereoai croscopes 


25X1 A 
25X1A 


1 - 


portable thermo- f roc vu-graph 


. . . jJ *®; 8 not been Kiven permission to diacua* the Opera 

with any OSI personnel. He stated that be had talked with 


. . ~ wv weu.ivc'd. 1*0. t/ 

sveariag him to secrecy, in order to estimate TO- wise the 
cr^osi people who might be trgh a ferre dL to the proposed Operations 


Jwith approximately 30 new 25X1 A 


m saber 

Center. Their estimate is "for 
clearances being required. 

included ^nTwSr ° f r , P ^° nnel they Gr ® e ^ently considering which 
■oroxiaatelv twn fs.i i ^ 0RK P® r ^o»®l to-date is estimated to require ep~ 

ioat^e o^TvcS^T ^ 1 ™* 1>le t0 obtaln the s! > Jmre 


25X1A 


stated that the primary reas on for the eat.fAH aW nt 


„ j* . . I I i-** xxuetl. t.y 

of such feg o perations Center with such equipment as 


material in order to 


_ — |was to permit the DPI users to view the _ _ x _ 

-nTquS^^st ^ min T9emaa for the «»*» I n preparing 

. - eq ' Uipmen t list to obligate some or all of armroiH 
Vdiich Otherwise would be lost. I ia ia "S | ^ 

t c^KPIC . Cp ° 3e ' i is aot ' a PprovJu, wne equipraent on order would, then revert 


25X1 

25X1 ^5X1 
25X1 A 


far el'r tollcv1 ^ ^ vas arrived at and as 

procurement-^ 111 ** ^ liSt submltted in finished form for actual 


25X| 
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2 * Vu-graph earta 

2 - Library earta 

2 - Hamilton drafting 
tables 

2 - Portable viewing screens 


2 - Blackboards (dual 
pose white) 


TOTAL • Approx. 


8. It was pointed out to | | that mm provision in their 25X1 A 

expenditures should recount for maintenance of all of this equipment. 

PAD ms then asked tc check on what estimate might be proposed for main- 
tenance of the equipraenfc listed above and also inquire if NPIC could 
provide maintenance on Operations Center equipment. In addition, it was 
also pointed out that with all of the viewer®, | ] ory 

I ] etc., they would need possibly to consider requesting fils dupli- 

cation order through COMQR. 

9* One point that particularly concerns me is that in answering 
questions conc erning eaaln aent, in discussing such things as square footege 
2 5X1 A required for a la nd a working group of two or three people, etc., 

PfiYIA timt it no* be reflected to[ ^or Mr. McCone that CIA/PAD approves 

the establishment of the proposed Operations Center. 


25X1 A 


Distributien: 

0&1 - addressee 
/ 2 - chrono 








